mt  Gatljeoral  of  &t.  3tofm  ti>e  Bibint 

NEW  YORK  CITY 
When  finished  this  will  be  the  largest  Gothic  Cathedral  in  the 
world.  Its  length  is  601  feet,  the  width  at  the  Crossing  w.H  be 
320  feet,  the  height  of  the  Towers  will  be  266  feet.  This  v.ew 
of  the  West  Front  shows  how  it  will  look  when  the  Towers  are 
completed. 
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